REFLECTED 
METER 


FORWARD 
METER 


RESISTANCE VALUES ARE IN OHMS 


CAPACITANCE VALUES ARE IN MICROFARADS 
UNLESS OTHERWISE SPECIFIED 


MODEL NO. REVISION | PCB P/N 
MF J-864 So. | 862-0864 
DESCRIPTION 


CROSS-NEEDLE SWR/WATTMETER 
18-60 MHz, 144 MHz, 440 MHz 


DATE PC BOARD 

MFJ ENTERPRISES INC. 
03/23/95] MB64_3 ly 
Pree ile PERRY|MISS. STATE, MS. 39762 


